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Service. As in the case of the first battle/ wounded poured down to the base in a sudden stream, and unlike the first battle this one showed also a percentage of cases suffering from the effects of asphyxiating gas. These cases were of a very severe character.
The   organization  stood  the  strain placed upon it in the most remarkable manner.  There
was not the slightest hitch. Orders for stretchers and blankets for the front and orders for beds were met in the same oalm and speedy manner. Belay did not occur, A rush lasting five days was dealt with in five days. There was no overcrowding, no excitement, no unnecessary or avoidable suffering. Buck-wards and forwards between Franco and Kng-land plied the swift hospital whips ; to and from the Front rolled the splendid trains (the number of these providentially augmented by n generous gift of two new ones from the "British Flour Millers' Association); tho ambulances moved in an unending procession from tho station to the hospitals. As the trains cume down they were revictualled and ro-equippod from tho store maintained for that purposes; the work was carried out day and night with the ui-moat speed, so that as noon as possible the trains might return to the Front.
This work in connexion with tho trains and steamers was regulated and control loci from a little office in tho Boulogne Central Station. The office was a railway truck improvised for the purpose, and tho movements of the, trains were worked out upon a small blaekboard bearing the three headings: Horo, At tho Front,
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